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PUBLIC  HEALTH  STAHB) 


OP  THE 

BILLSSDCTT  RWIJj  DISTRICT 


I/EDICAL  OFFICEF^  OP  HEALTH  R.7.  Ilind,  M.R.C.S.,  L.R.C.P.,  D.P.H., 


gilEF  PUBLIC  HE/iLTH  PISEBCTOR 

John  W.  Stephenson,  B.E.M, , M.S.E.,  P.F.AcS., 

F.A.PcH.I.,  M.R.SoH,,  Cert,  S.I.B., 
Certificated  Inspector  cf  Meat  and 
Other  Foods, 

The  appointment  of  Chief  Public  Health  Inspector  is 
held  by  the  Surveyor  to  the  Council, 


ADDITIONilL  PUBLIC  HE/JiTH  DEFECTOR 


A,  Spence,  M,A,P,H.I,,  Certificated  Inspector  of 
Ms  at  and  Other  Poods, 


- 2 - 


GEtlERAL  STATISTICS 


Autgo.  (in  3.crGs)  •••  •••  •••  •••  •••  •••  •••  h-S f 237 

Registrar  General’s  Est innate  of  PopiiLation  (Md,  1970)  11,470 

Number  of  Inliabited  Houses  ...  4,106 

Number  of  Council  Houses  l^69 

Rateable  Value  for  the  year  ending  31st  December,  1970  £421,419 

Estinjated  sum  represented  by  a penny  rate  for 

the  year  ending  31st  Deceitber,  1970  •••  £1,7^7 


Live  Births  : 

Legitimate 

Ljj/e_  Births 

; Illegitimate 

ilale 

73 

Ifele 

4 

Female 

51 

Female 

4 

Total 

124 

Total 

8 

Still  Bijrths 

Live  Births 

Nil 

Male 

77 

Female 

55 

Total 

132 

Birth  Rate  per 

1,000  population 

• ••  •••  «• 

. ...  11 • 5 

Deaths  : All 

Causes 

Deaths  : 

Infants  under  1 year  of 

Male 

51 

Iviale 

Nil 

Female 

37 

Female 

2 

Total 

88 

Total 

2 

Death  Rate  per  1,000  population  ,,,  ,,, 

Infant  Mortality  rate  per  1,000  live  births 


7.7 

15.0 
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CAUSES  OP  DEATIi 

li-Ialignant  Neoplasm,  Intestine 

Malignant  Neoplasm,  Lung,  Bronchus 

Ivlalignant  Neoplasm,  Breast 

Malignant  Neoplasm,  Uterus 

Other  Iklignant  Neoplasms 

Benign  and  Unspecified  NeoiDlasras 

Other  Diseases  of  Nervous  System 

*^hronic  Rheumatic  Heart  Disease 

Hypertensive  Disease 

Ischaemic  Heart  Disease 

Other  Forms  of  Heart  Disease 

Cerebrovascular  Disease 

Other  Diseases  of  Circulatory  System 

Influenza 

Pneumonia 

Bronchitis  and  Dn^hysemO'. 

Other  Diseases  of  Respiratory  System 
Peptic  Ulcer 

Intestinal  Obstruction  and  Hernia 
Other  Diseases  of  Digestive  System 
Nepliritis  and  Nephrosis 
Other  Causes  of  Perinatal  Mortality 
SynptoriTS  and  111  Defined  Conditions 
I.fotor  Vehicle  'Accidents 
All  Other  Accidents 

Total  All  Causes. 


1 Male 

Female 

Total 

i 

1 

1 

2 

5 

1 

6 

- 

1 

1 

- 

1 

1 

1 

1 

2 

- 

1 

1 

- 

1 

1 

- 

3 

3 

- 

1 

1 

11 

7 

18. 

A 

3 

7 

3 

6 

9 

3 

3 

6 

1 

1 

2 

4 

2 

6 

6 

- 

6 

1 

- 

1 

1 

- 

1 

1 

- 

1 

1 

1 

2 

1 

- 

1 

- 

2 

2 

- 

1 

1 

4 

- 

4 

3 

3 

1 51 

37 

88 

EREViiLBNCE  OF  AKD  CONTRCL  OlER  INFECTIOUS  OTHER  DISEASES 


Total  Cases  Notified 


63 

2 

1 


Neasles 

Infective  Hepatitis 
Scarlet  Fever 


T^crculosis 

Nev^-  cases  notified  d\iring  the  year: 

Puljnonary  tubercvilosis  - 1 kale 

The  cases  known  to  be  living  in  the  area  at  the 
close  of  the  year  Y/ere  as  follov/s  : 

l/iale  Female  Total 

Pulmonary  Tuberculosis  6 4 10 

Non-Puliiionary  Tuberculosis  - 1 1 

6 5 11 


National  Assistance  Act,  1948t  Section  47 

No  action  taken  during  the  year. 
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Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b28924630 


A EEPORT  ON  THE  SANIT/iRY  CIRCUI/ISTAITCES 
OP  THE  RURAL  DISTRICT 


John  W.  Stephenson,  B.E.M. , 

M.ScE.,  P.P.A.S.,  F.A.P.H.I,, 

1.  Water  Supplies 

The  v/ater  s\;pply  of  the  district  has  been  satisfactory,  both  in 
quality  and  quantity,  no  shortage  being  reported  during  the  year.  In 
several  villages  a small  araount  of  sediment  has  required  frequent 
flushing  v/hich  is  always  carried  out  immediately  the  matter  comes  to 
the  notice  of  the  water  undertaJcing, 

Nuniber  of  samples  taken  for  bacteriological  examination  : 

(a)  Prom  wells  - A 

(b)  Prom  piped  supply  Nil 

Results  of  samples  taken  ; 

Prom  wells  - Satisfactory  A 

Unsatisfactory^ 

Prom  piped  supply-S at is factory 

Unsatisfactory 

Number  of  wells  : 

(a)  Closed  - 

(b)  Cleansed  - 

There  were  no  cases  in  ;diich  a piped  supply  was  substituted 
for  well  wa-ter.  There  is  a public  piped  supply  of  mter  to  2A  parishes, 
tv/o  parishes  have  extensive  private  systems  and  two  other  parishes,  which 
are  small  and  mdely  scattered,  rely  i^^on  local  priva.te  si^^plies. 
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No,  of  cesspools  constructed  during  the  year  6 
No.  of  cesspools  abolished  during  the  year  1 
Total  no.  in  the  district  on  31st  Deceraber,  1970  234- 
No,  of  parishes,  v/ith  an  efficient  sev/age  disposal  v/orks  17 
No,  of  parishes  iThere  ne\r  schemes  have  been  formulated  1 
Proposals 


Work  is  proceeding  well  on  the  enlargement  at  Houghton  on  the  Hill  Sev/age 
Disposal  Works  and  contractors  are  about  to  commence  a nev/  sev/erage  system 
and  sev.^ge  disposal  v/orks  at  Kungarton, 

Existing  arrangements 

Modem  serfage  disposal  facilities  are  available  in  the  follomng  parishes: 
Billesdon  (constructed  1957)  (to  be  enlarged  in  1972) 

Burton  Overy  (constructed  194-9) 

G-reat  Glen  (enlarged  1970) 

Houghton  on  the  Hill  (beitag  enlarged  to  village  plan  needs) 

Iveyham  (constructed  i960) 

Rolleston  (there  is  a private  disposal  sj^^stem  for  Rolleston) 

Scrcjptoft  (constructed  1934-) 

Skeffington  (constructed  1952) 

Stoughton  (constructed  1956)  (tliis  works  is  overloaded  but  a large  proportion 
of  farm  waste  has  now  been  removed  from  the  system) 

Tugby  (constructed  1962) 

Tilton  on  the  Hill  (constmcted  1957) 

Thurnby  (constructed  1954-) 

Wistow  (constructed  1962) 

Ncvrton  Harcourt  (constructed  19 6I) 

The  follovdng  villages  are  included  in  the  prograriime  for  new  disposal  systems : 

1,  Owston 

2,  East  Norton 

3,  Lov/esby. 

Enlargement  of  the  Tpiton  works  to  cater  for  nev/  development  is  becoming 
necessaiy  and  also  the  Billesdon  hbrks  may  now  be  subjected  to  a planned 
extension  to  meet  the  needs  of  the  Village  Plan.  The  Stoughton  Works  miist 
be  critically  assessed  v/hon  local  farmers  remove  all  farm  wastes  fran 
the  sewers. 
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Closet  Accoranodation 


Total  Number  in  the  district  at  the  end  of  I968: 

(a)  Privies  Nil 

(b)  Pail  Closets  75 

(c)  'iiTater  Closets  3598 

Public  Cleansing 

(a)  Number  and  type  of  vehicles  employed  : 

Three  vehicles  tv;o  having  screv/  and  one  hydraulic  conpression 

One  hydraulic  tipping  vehicle  (used  for  general  carting  and 
removal  of  bulicy  household  refuse) 

(b)  Frequency  of  collection  : 

Weekly  tliroughout  district 

(c)  No.  of  dustbins  allowed  per  dwelling 

No  liirdt 

(d)  There  is  no  special  scheme  for  trade  refuse  in  operation 

E-efuse  is  disposed  of  on  one  controlled  tip  at  East  Norton 
utilising  a Vfcatherill  L 6l  earth  moving  machine  for  placing 
conpacting  and  covering.  Refuse  from  the  Oadby  U.D.C,  is 
also  received  on  this  tip.  The  public  disposal  point  at  this 
tip  is  very  much  used. 

Public  Health  Inspection  of  the  Area 

The  particulars  given  under  this  heading  a.re  for  all  purposes  including 

particulars  given  elsewhere  in  this  report  : 

Total  nuraber  of  conplaints  received  99 

Total  number  of  premises  at  which  defects 
or  nuisances  were  dealt  with 


99 


Number  of 
Inspections 

/iHimai  Keeping 

7 

Bakehouses 

- 

Dairies 

3 

Drainage  ‘Works 

273 

Dir/clling-housea  (all  purposes) 

536 

Infectious  Diseases  Inquiries 

11 

Pood  Poisoning  Inquiries 

2 

Pood  Premises 

109 

Offensive  Trades 

- 

Refuse  Collection  and  Disijosal 

450 

Rodent  Control 

554 

Schools 

10 

Shops  and  Offices 

52 

Slaughter  Houses  and  Ileat  Inspection 

163 

Atmospheric  Pollution 

2 

■Verminous  and  Dirty  Premises 

1 

Caravans  etc. 

18 

Water  Supplies 

69 

Factories  and  Workplaces 

4 

Other  Inspections 

794 

i Total 

1 

3058 
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l^DTICES. 


n'lPORI'TiL 

iiousmc 

PUBLIC  HEALTH 

Outstanding  on  1st  January 

- 

- 

Issued  during  year 

- 

6 

Con^lied  with  during  year 

- 

6 

Outstanding  31st  December 

- 

1 

; 

i 

j STATUTOET 

HOUSraG 

1 

PUBLIC  IIEL'lLTH 

Outstanding  on  1st  January 

- 

- 

Issued  during  year 

- 

1 

Coniplied  with  during  year 

, ^ i 

Outstanding  31st  December 

- 

1 

— 1 

i 

■ 

ACTION 


No,  of  Summonses  Issued 

No.  of  convictions  obtained 

Housing  Nil 

Housing  Nil 

Public  Health 

Etc.  Nil 

Public  Health 

Etc.  Nil 
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OFFICES,  SHOPS  I\1TD  HAILvVAY  PREI'ESES  ACT 


Class  of 

No. 

No. 

.to3ndents 

Cent  ravent ions 

i 

Premises 

Registered 

Hhspectims 

Pc^rted 

Found 

Remedied 

Outstanding! 

31.12.70 

Offices. 

4 

3 

- 

2 

- 

Retail  Shops 

14 

11 

- 

5 

3 

- 

wholesale  Shops 
Warehouses 

- 

— 

- 

- 

- 

Catering  estabs 
open  to  the 
public , c ante  ens 

8 

7 

6 

6 

Fuel  Storage 
Depots 

- 

- 

- 

- 

- 

- 

Totals 

26 

21 

13 

13 

- 

It  ’vvill  be  noted  that  no  accidents  were  reported  during  the  year. 


imMJj  BOAPDH'TG  ESTi^LISffivISNT'S.  ACT. 

(a)  Number  of  premises  licensed  2 

(t)  I'Tumber  of  inspections  2 
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Caravan  Sites  and  Control  of  Development  Act,  19 60 
No,  of  Site  Licences  isaued: 

(a)  Individual  vans  6 

(b)  More  than  2 vans  Nil 

Regulated  Buildings 


Regulated  Buildings 

Ho.  in 

District 

No,  oY 

Hhspections 

Action 

Talcen 

Oenei-al 

Conditions 

Common  Lodging 

Houses 

— 

— 

— 

Canal  Boats 

- 

- 

- 

- 

Offensive  Trades. 

- 

- 

- 

- 

Verminous  Premises 
Particulars  of  action  taken  : 

No.  of  Council  Houses  infested  Nil 


No,  of  other  dY/ellings  found  to  be  infested 
No,  of  houses  disinfested 
The  Pet  -inimals  Act,  1951 

(a)  No,  of  premises  licensed 

(b)  No,  of  inspections 
Details  of  any  contraventions 


Nil 


Nil 


1 

7 
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(1)  No.  of  premises  registered  for  upholstering  etc, 

(2)  No.  of  premises  licensed  for 


(a)  Ii/ian,ufacture  Nil  (b)  Storage  of  Rag  Flock 

No.  of  samples  talcen  Nil 


1,  (a)  Number  of  promisee  inspected 


(b)  Number  of  inspections  made  for  the  purpose 

(c)  Nuiiiber  of  informal  notices  served 

(d)  Number  of  informal  notices  complied  v/ith 

(e)  Number  of  informal  notices  outstanding  31st  December 

(f)  Number  of  formal  notices  served 

(g)  Number  of  formal  notices,  complied  va.th 

(h)  Number  of  formal  notices  outstanding  31st  December 
2,  Particulars  of  any  summary  action  taken 


No  action  was  taken  under  the  provisions  of  this  act. 
Noise  Abatement  /ict,  i960 


One  complaint  of  garage  noise  was  remedied  informally. 


Number  of  Infestations  dealt  v/ith 

Number  of  Inspections  (a)  by  Public  Health  Inspectors 

(b)  by  Rodent  Operators 


85 

93 


Swlmmine;  Pools  and  Be-ths  ojpen  to  the  Public 
No,  in  area  : 

(a)  Publicly  owned  - Nil  (b)  Privately  owned 

Inspection  and  Supervision  of  Pood 
Ice  Cream 


No,  of  premises  registered 

(a)  I.^anufacture  and  Retail 

(b)  Maniafacture  only 

(c)  Retail  only  31 


Nil 


No,  of  samples  Nil 
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imK  SUEFLY 


r~ 

No,  on  Register 

No.  of 

No.  of  Contraventions 

ItBpections 

Pound 

Remedied 

Outstanding 
on  31.1)ec 

DAIRIES  - Nil 

- 

- 

- 

- 

DISTRIBUTORS-3 

3 

- 

BiolOa;i( 


No.  of  routine 
buHc  samples 
taken 


Results  of  Biological  Bxaminat ion 


Satisfactory 


Evidence  of 
living 

Tubercle  Bacilli 


Evidence  of 
Brucella 
Abortus. 


» 


I 


Number  of  individual  sanples  taken  following  a positive 
Brucella  Abortus  report  on  routine  sample  ; Nil 

Bacteriolop:ical  Milk  Sampling 


Class. 

No,  of  Sanples 

Satisfactory 

Unsatisfactory 

Designation 

"Untreated” 

. 

. 

"Pasteurised” 

- 

- 

- 

"Sterilised” 

- 

- 

- 15  - 


The  follov.ong  table  shows  the  number  of  food  premises  groi^ied 
in  categories  by  trades  carried  on  and  includes  information  regarding 
conpliance  with  Regudations  l6  and  19. 

Regula.tion  l6  requires,  the  provision  of  ’,7a.sh  hand  basin  and 
hot  water  for  the  use  of  all  persons  engaged  in  the  handling  of  food 
and  Regulation  19  requires  facilities  for  washing  food  and  equipment 
in  certain  food  premises. 


Trade 

— 

No, 

No.Conplying 
vd-th  Reg.  l6. 

No,  to  which 
Reg.  19  cs^lies 

1 

No,  Complying 
with  Reg.  19. 

Grocer 

16 

7 

9 

9 

Greengrocer 

2 

2 

2 

2 

Confectioner 

- 

- 

- 

- 

Cafes 

*-r 

k 

4 

Butcher 

k- 

k 

k 

4 

Licensed 
premises  and 
restaurants 

21 

21 

21 

21 

Meat  Stalls  (including  Butchers  Vans) 


No.  of  inspections  3 

Lfeat  Shops,  Meat  Stores,  etc,. 

No.  of  inspections  2 

Places  where  food  (other  than  meat)  is 
kept  or  prepared  for  sale 

No.  of  inspections  1 


HOUSIITG 


a. 


net;/  HOUSES 


Houses  completed  during  year  by  : 

1,  Local  Authority  40 

2,  Private  Enterprise  80 

Houses:  in  course  of  erection  at  end  of  year 

1,  Local  Authority  13 

2.  Private  Enterprise  80 

TOlVJj  NO.  of  Post  War  Houses  conpleted  by  (a) Local  Authority 

(b)  Private  Enterprise 

TOT/iL  NO.  of  applicants  for  Council  Houses  at  end  of  year 
Number  of  applications  received  during  year 
L'TSEECTION  OP  HVELLING  HOUSES  DURING  lEiUi  : 


1.  (a)  Total  number  of  dwelling-houses  inspected  for  housing 

defects  (under  Public  Health  or  Housing  Acts) 

(b)  Number  of  inspections  made  for  the  purpose 

2,  (a)  Number  of  dv/elling-houses  (included  under 

(sub-head)  (l)  above  which  v/ere  inspected  and 
recorded  under  the  Hoiasing  Consolidated 
Regulations,  1925  and  1932 

(b)  Number  of  inspections  made  for  the  purpose 


3.  Nuiiiber  of  dwelling-houses,  foimd  to  be  in  a 
state  so  dangerous  or  injurious  to  health  as 
to  be  unfit  for  human  habitation 


429 

1721 

179 

85 


20 

43 


2 
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HOUSES  IN  CJLEARANCE  AEEAS  & UNFIT  HOUSES  EI^EY^KSRE 


A.  HOUSES  DEi'^LISHED 

In  Clearance  Areas 

HOUSES. 

DISPLACED  DURING  YE/JR 

DEIvDLISHED 

PERSONS 

PiJvEELIES 

(l)  Houses  unfit  for  human 
habitation 

- 

(2)  Hoiises  included  by  reason  of 
bad  arrangement , etc . 

- 

- 

-> 

(3)  Houses  on  land  acquired  under 
Section  A3 (2) Housing  Act  1957 

- 

- 

- 

Not  in  Clearance  Areas 

(a)  As  a result  of  formc.l  or  informal 
procedure  under  Section  17  (l) 
Housing  Act,  1957 

- 

- 

(5)  Local  A-uthority  oi,vned  houses 
certified  unfit  by  the  Medical 
Officer  of  Health 

mm 

. 

(6)  Houses  unfit  for  hunan 

habitation  v/here  action  has 
been  tahen  under  local  acts 

. 

(7)  Unfit  houses  included  in 

Unfitness  Orders 

- 

- 

- 

B.  UNPIT  HOUSES  CLOSED 

(8)  Under  Sections  16(A)17(1)  aJ^d 

35(1)  Housing  Act  1957 

2 

7 

2 

(9)  Under  Sections  17(3)  26 

Housing  Act  1957 

- 

- 

- 

(10)  Parts  of  buildings  closed  under 
Section  18  Housing  Act  1957 

- 

- 

- 

C.  UKFZT  HOUSES  ¥lim  PIT  /J©  HOUSES  IN  WiU.GE  DEPEOTS  YENE  ESIvIEDIED 


^ Ovmer 

By  Local 

(11)  After  informal  action  by  local  authority 

6 

Authority 

(12)  After  formal  notice  under  (a)  Public 

Health  Acts  (b)  Sections  ^ Sz  I6,  Housing 

Act  1957 

(13)  Under  Section  2A  Housing  net  1957 

- 

- 

D.  OTIT  HOUSES  BI  TEMPORARY  USE  (Housing  Act,  1957) 


Position  at  end  of  year 

Nirnber  of 
Houses 

Number  of  i 

Separate  dv;ellings 
contained  in  col(l) 

(l4)I^tained  for  teiiporary  accommodation 

(1) 

(2) 

(a)  Under  Section  kB 

- 

- 

(b)  Under  Section  17(2) 

- 

- 

(c)  Under  Section  k-S 

(15)  Licensed  for  temporary  occupation 
under  Sections  34  or  53 

E.  PUSCH/J&2  OP  HOUSES  BY  AGREEI.ENr 

(16) Houses  in  Clearance  areas  otlier 
than  those  included  in  confirmed 
dearaiice  Orders  or  Goxnpulsory 

Purchase  Orders  purchased  in 
the  year 

Number  of 
Houses 

! 

Number  of  | 

Occupants  of  houses  ! 
in  col  (1) 

(2) 

7 

HOUSIHG  ACT>  1949 


(a)  Grants  are  iiiade  upon  the  basis  of  50?o  of  "the 
approved  estimated  cost  of  works  of  improvement 


50^ 


(b)  Niamber  of  applications  for  grants  received  faring  year  34 

(1)  From  ovner/occupicrs  l6 

(2)  Owners  of  rented  property  18 

(c)  Nurnbei'  of  applications  approved  33 

(d)  Number  of  applicatioiis  refused  1 


HOUSE  PURCHASES  AID  HOUSBTG  ACT  1959 

(a)  Number  of  applications  received  for  standard 


grants  from  : 

(1)  O\mer/occi5)iers  7 

(2)  Ovners  of  rented  property  1 

(b)  Number  of  applications  approved  8 

(c)  Number  of  applications  refused 

(d)  Number  of  properties  improved  during  year  7 


- 20  - 


FART  I OF  TiiE  ACT 

1*  Inspections  made  "by  Public  Health  Inspector  for  the  purposes  of  provisions 
as  to  health: 


Premises 

No,  on 

Number 

of 

Register 

Inspections 

Written 

Notices 

Occupants 

Pirosecuted 

1.  Factories  in  Y/hich  sections 
If2f3ths£  are  to  be  enforced 
by  local  authorities 

11,  Factories  not  included  in(l) 
in  Y/hich  Sec. 7 is  enforced 
by  locaJ.  authorities. 

22 

20 

111.  Other  premises  in  v/hich 

Sec. 7 is  enforced  by  local 
authority  (excluding  out- 
Y/orkers  premises) 

- 

. 

‘iotal 

! 1 

1 (M  1 

1 CM 

i 

1 

20 

- 

2,  Cases  in  Y/hich  defects  Y/ere  found 

Particulars 

No. 

of  cases  in  v/hich 
fects  were  found 

No. of  cases  i 

in  v/hich 

Pound 

Remedied 

Referred 
to  IIoM  by  im 
Inspector 

prosecutions 

were 

instituted 

YiTant  of  Cleanliness 

- 

- 

- 

- 

- 

Overcro  Tiding 

- 

- 

- 

- 

- 

Uiareasonable  tenperature 

- 

- 

- 

- 

- 

Inadequate  ventilation 

- 

- 

- 

- 

- 

Ineffective  drainage 

- 

- 

- 

- 

Sanitary  Conveniences; 

(a)  Insufficient 

- 

- 

- 

- 

(b)  Unsuitable  or  defective 

- 

- 

- 

- 

(c)  Not  separate  for  sexes 

- 

- 

- 

- 

- 

Other  Offences  against  the  Ant 

" 

- 

- 

- 

Total 

_ 

- 

- 

- 

! 


3.  Outv/orkers: 


Nature  of  Works 

No.  of  Outv/orkers 

No.  of 

in  August  List 

visits 

required  by  Sec. 

110(1) (0) 

1 

Wearing  Apparel 
(making  etc.) 



20 
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